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Omissions and Errata 


Omissions and Errata 


The following pages identify pre-existing errors present in the hard copy of 
the Handbook (1968 Edition, 2" Impression — September 1971). In general, 
these errors or omissions have been recorded verbatim in the PDF Version 
of the handbook. Please note, whilst I was surprised at the number of errors 
I was seeing it was only when I noticed that there were so many that I 
decided I should be recording them (even though I was not correcting 
them) — there may be some that I saw that are not listed here. 


Whilst I will happily take comment and action in relation to errors that I 
have introduced it is my intention to leave the original errors “as is”. 


There has been (for me) an unfortunate side-effect from the the preparation 
of this version the Handbook. You may recall my comments that my 
original PDF (based on a Microsoft Word document) of the 1975 Edition 
was a number of years in the “making” — I went on to produce the 1961 
Version because that was the version I trained with and wanted to resurrect 
— but the 1961 version started as a straight copy of the 1975 Word 
document which was then edited to update — I definitely did not want to 
repeat all the effort that went into the 1975 edition. I have followed the 
same principle here — but taking texts from both 1961 and 1975 Word 
documents. This has meant that it has only taken a couple of months to 
produce the 1968 Edition — but in the process I have found a large number 
of (self-inflicted) errors in both of the other documents — so I guess I need 
to do one (final) update of those — but don’t hold your breath! 


Don Edmondson 
July 2021 





ORIGINAL 


CORRECTION 





In the index there are a good number of lines that are mis- 
sorted 









































Avoidance of interference .. 12 
Avis d’appel radiotelephone calls . 74 
Broadcast receivers, use on board ship 1 
», transmissions, unauthorised se 140 
Broadcasting service, by mobile stations prohibited 11 
Break signs ‘ 109 
Distress message 123,175 
»  signal.. 121,173 
xs » », misuse of se 130,183 
s », » false or deceptive .. ‘ 6 
re » » avoidance of irregular Gaon during is. 104 
Emergency Position-indicating Radiobeacons a P.IR.B.) . 184 
Endorsement of operators’ certificates . 2/ 
Energy radiated from receivers 10 
Emission, use of Type 2 prohibited 91 
Emissions, classification of. . ‘ as 9 
End of work, signal for. . 100,154 
Frequency, change during transmission . 10 
a , device for measuring . 10 
5 , International common intership and ship- shore « 143 
es , (or phase) modulation we 9 
= , radiotelegraph, distress 89, 119 
% , to be used only for purpose shown on licence . -.» 142 
ps , to be used for traffic, agreement on 97,151 
Frequencies, abbreviations for indicating working 91 
Loss of person overboard oa 120, 172 
Loss of certificate of competence .. 26 
Paid service advices .. . 59,60 
Ms » indications ~ 31,45 
PAN, urgency signal .» = =185 
PAV, paid service indication, delivery by i air- -mail 45, 2,57 
PC, paid service indication, notification of delivery » 45 
PR, paid service indication, delivery by registered letter «pA e 
Penalties for offences oe “a ou 25,140 
Private correspondence, unauthorised use of apparatus for . 13 
Priority, distress calls to have absolute . Ae os 5 
» Of communications. . 20,162 
3 », radiotelephone calls we’ dO 
» , order of work 106,162 
Reception, change to transmission. . -- 10 
es , doubtful, treatment of .. 13,166 
Receivers, energy radiated from 10 
Redirection of radiotelegrams 101 
Selective Calling, general use of .. 81 
7 » » method of calling 82 
” »  »,Lepetition of calls 83 
55 » reply to calls 84 
a »  » frequencies to be used. . 85 
Foreword 











below. It is made up of the following seven chapters: 


Chapter I General Regulations and Conditions to be Observed by Stations of the Maritime Mobile Service. 


Chapter IT Radiotelegrams and Radiotelephone Calls. 
Chapter III Selective Calling. 











Chapter IV Procedures in the Maritime Mobile Radiotelegraph Service. 
Chapter V _— Distress, Urgency and Safety Communications by Radiotelegraphy. 
Chapter VI Procedures in the Maritime Mobile Radiotelephone Service. 
Chapter VII Distress, Urgency and Safety Communications by Radiotelephony. 
Chapter VHI Special Services. 





Leading zero in “App. 06” 








Licence, obligation to obtain... .. es <3 es 8 . 1, 134 
» » production onrequest .. avs a a as a 1 
» » reception of broadcast and television programmes on board 1 


» »Specimencopy .. a a ais acs as App. 06 





Incorrect reference “86,1.6”. (in addition the actual index 
entry appears to be irrelevent!) 





Listening through. . a os es 6 Be si ss 86,1.6 





Page 135 
Page header is left aligned - should be right aligned... 








[Sect. 169 








Page 136 
Page header is right aligned - should be left aligned... 








[Sect. 170-171 








Page 137 
Page header is left aligned - should be right aligned... 








Sect. 172] 








Pages 138-140 
Header alignment errors continue 





Page 144 
Page header is right aligned - should be left aligned... 








[Sect. 183-184 








Page 195 
(2) MARINE RADIOCOMMUNICATIONS 
POWER SUPPLIES 


Inconsistent formatting 











D.C. to a.c. conversion, the inverter. 








